To: Schmittdiel, Paula[Schmittdiel. Paula@epa.gov] 

From: Pat Maley 

Sent: Mon 10/5/2015 7:49:19 PM 

Subject: Water Treatment Plant for Cement Creek Drainage 

2015 10 05 Letter to ASRG Co-Coordinators re Water Treatment Plant.pdf 


Paula, 


FYI. 


Pat 


Pat Maley 

Director, Environment 

Sunnyside Gold Corporation 

5075 South Syracuse Street, Suite 800 

Denver, CO 80237 

Direct: 303-802-1449 

Cell: 775-240-1288 
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